capacity  and  speed  200  feet  per 
minute,  furnished  by  Morse, 
Williams  and  Co.,  Philadelphia. 
It  is  fitted  with  gas  and  electric 
light,  runs  from  first  to  fourth 
story  and  has  a  baggage'  com¬ 
partment  underneath. 

The  Anthracite  was  opened 
with  Mr.  Frank  M.  Fox  as 
proprietor.  Mr.  Fox  was  for¬ 
merly  at  Dayton,  Buffalo  and 
Niagara  Falls  and  as  a  popular 
hotel  man  he  has  no  superior 
in  Northeastern  Pennsylvania, 

and  it  can  be  truthfully  stated 
that  his  hotel.  The  Anthracite, 
is  equal  to  any  in  this  portion 
of  the  state. 

The  Anthracite  is  all  that 
money,  brains  and  skill  could 
produce,  and  this  trio,  when 
it  gets  down  to  work,  is  cap¬ 
able  of  turning  out  a  pretty 
good  product.  Nothing  has  been 
left  to  be  desired.  There  is  no 
improvement  in  modern  hotels 
that  cannot  be  found  in  the 
Anthracite. 


